

PHILIP MORRIS U. S. A. 


INTER-OFFICE CORRESPONDENCE 
Richmond, Virginia 


To: A. J. Thorpe/K. E. Rudolph Date: September 6, 1988 

From: G. I. Patron 

Subject: BEADING TIP APPLICATION FOR THE MENTHOL APPLICATORS 


Per your request/ I have listed below the suggested Beading Tips 
{Fluid Applicating Nozzle) for the Menthol Applicator which I found to be 
suitable for the corresponding menthol solution flow rates. Ideally, the 
selection of the beading tip is based on the amount' of menthol solution 
flowing through. Over and under pressure condition at the nozzle should be 
avoided. 


MG MENTHOL 

CC SOLUTION 

BEADING TIP SIZE 

MFTR 

PER PACK 

PER METER OF 

NO. OF HOLES 

'ARO r PART NO 


FOIL 



< 30 

< 0.50 

2 

401401 

30 - 50 

> 0.50 

4 

401496 OR 


< 0.80 


401407-10 

50 - 80 

> 0.80 

6 

401410-10 


<1.10 



> 80 

> 1.10 

6 OR 

401414-10 


HIGHER (10 HOLES) 

401418-10 
{12 HOLES) 

Please note that experience may dictate that you would have to use other 
sizes different from the above.. Let me know if you have any question. 
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G. Patron 


co: 


V?. T. Callaham 
P. N. Gauvin 
J. O. Deblasio 
Central File 



Source: https://www.industrydocuments.ucsf.edu/docs/msvy0004 


2057689153 



